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Message Text 


CONFIDENTIAL 

PAGE 01 STATE 009826 

12 

ORIGIN SY-05 

INEO OCT-OI EUR-I2 ISO-00 /018R 

DRAETED BY A/SY/T:LWG:CMG 
APPROVED BY A/SY/T:DGE, CHIEF 

103338 

R 150040Z JAN 76 
FM SECSTATE WASHDC 
TO AMEMBASSY OTTAWA 

CONEIDENTIAL STATE 009826 

E.O. 1 1652: GDS 

TAGS: ASEC 

SUBJECT: TECHNICAL SECURITY INSPECTION 

REF: OTTAWA 0100 

OTTAWA FOR RSO 

1. WSB WITT. SCHEDULE INSPECTION AT EARLIEST DATE POSSIBLE. 
WE PRESENTLY PLAN TO COMBINE TRIP WITH POSSIBLE INSTAL- 
LATION OE CCTV SYSTEM EOR CONSULATE, AS PREVIOUSLY RE- 
QUESTED. 

2. SUGGEST RSO REVIEW STATE TELEGRAM 263159 CONCERNING 
PENETRATION TECHNIQUE RECENTLY USED AND SUGGESTIONS EOR 
DETECTION. IE RSO HAS OSZILLOV METAL DETECTOR AVAILABLE 
EOR USE BY DAO PERSONNEL, THIS METHOD IS SUGGESTED UNTIL 
TEAM CAN BE SCHEDULED. 

3. WSB WITT. POUCH OSZILLOV DETECTOR SHOULD NONE BE AVAILA- 
BLE. ADVISE ASAP. 

4. DIA WASHINGTON HAS BEEN ADVISED ON THE ABOVE. KISSINGER 

CONEIDENTIAL 


NNN 
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Errors: N/A 
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Page Count: 1 
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